LInD'ia 

35mm SNAP-IN MOUNTS 

precision-made in Switzerland 
with Newlo Newton ring-free or regular glass. 
Fit KODAK Carousel and other Auto-projectors. 


SWIFTER 

Five seconds to mount a slide. 


SIMPLER 

Just insert and lock! 


SWANKIER 

Attractive silver-grey, metal-mixed-with-plastic. 
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STURDIER 

Elastic, heat resistant, breakproof, rustproof, yet ex- 
tremely lightweight. 


SHARPER 1 

Extra-thin, colorless, PRECLEANED optical glass offers 
maximum brilliance and precise color fidelity. 



SNUGGER 

Exacting dimension uniformity sandwiches slides 
snugly between glass, eliminates POPPING and RE- 
FOCUSING during projection. 


i SNAPPIER 

Positive snap-in lock prevents LINDIAS coming apart 
and jamming projector, but . . . 


SMARTER 

LINDIAS can easily be re-opened and re-used ANY 
TIME! 


SHAPLIER 

LINDIAS all have identical, well rounded form. 


SMOOTHER 

Trouble-free operation in KODAK Carousel and other 
automatic slide projectors. 
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SLIDE MOUNTS, 
VIEWERS 


SAFER 

Etched glass guarantees "Lifelong” protection against 
NEWTON RINGS, as well as heat, dust, mildew, 
scratching, smudging and discoloring. 


STRIP-TEASER 

NO! Recessed paper strip never peels off or jams 
projector, is ready for your caption. 


SAVE MONEY: ORDER YOUR SLIDES UNMOUNTED FROM YOUR FINISHER AND APPLY 
THE SAVINGS TOWARDS PERMANENT, TROUBLE-FREE LINDIA SNAP-IN MOUNTS. 



LINDIAS 


BOOKLET 


Box of 20 w/ regular glass 

Box of 20 w/Newlo Newton ring-free glass 

Box of 100 w/ regular glass . 

Box of 100 w/Newlo Newton ring-free glass 

Package of regular glass for 20 slides (spare parts) .... 
Same, but thicker for black and white slides 

Package of Newlo Newton ring-free glass for 20 slides 
(spare parts) 

Same, but thicker for black and white slides 

Film trimmer w/built-in light 

7 Watt Spare bulb for trimmer 

LINDIA 2-color leaflet 


NUMBER 

PRICE 

MR1001/70L 

2.55 

MN1202/00L 

2.95 

MR1408/00L 

11.95 

MN1609/30L 

13.95 

SP1800/60L 

.75 

SP1300/60L 

.75 

SP1100/80L 

1.00 

SP1500/80L 

1.00 

XC4711/OOT 

16.50 

SP4900/75T 

.95 

B02000/OOL 

no charge 


UnDIas 


. . SAVE TIME - LABOR - EXPENSE 


June 1, 1966 • All prices subject to change without notice. Distributed exclusively through franchised LINDIA dealers. 



MULTISCOPE COMBINATION TABLE VIEWER 

For daylight inspection and comparison of 35 slides and filmstrips 


ANYWHERE: Brilliant image permits viewing in rooms 
with sun or artificial light. 



VERSATILITY: Extendible legs for use in either hori- 
zontal or sloped position. 

EASY COMPARISON: Simultaneous inspection of 6 
35mm slides, or Super-Slides, 4 pairs of stereo slides 
or a 35mm filmstrip with 12 single frames. 

UNIQUE LIGHTING SYSTEM: Tubular 25 watt lamp, 
internal reflector and opal glass viewing surface. 

4x MAGNIFICATION: Optional swing-out magnifying 
glass glides freely across entire viewing area, for care- 
ful study of details in any particular frame. 

CONVENIENT PORTABILITY: Compact (6^ x 1034 x 

51 / 4 "), Lightweight (5 lbs.). NUMBER PRICE 


MULTISCOPE Viewer with attachable magnifying glass 

Same, without magnifying glass 

25 watt spare bulb 

, MULTISCOPE IDEAL FOR RAPID SCREENING 

Ri>BOT 35mm and 16mm READER-PROJECTORS 

for critical examination of 35mm slides, 35mm and 16mm standard film and non-perforated Micro-Film. 

MAGNIFICATION: 24x24mm: 6x for 35mm 17x for 16mm 

24x36mm: lOx for 35mm 30x for 16mm 

% 

LARGE SCREENS: sy 2 x 8% " (24x24mm) 13i/ 2 x 131/*" (24x36mm) 

CAPACITY: Swing-Out plate with two 30 ft. spools for 35mm, two 

f j§§jf^| 25 spools for 16mm 

i FOCUSING: Adjustable 80mm f/3.5 lens for 35mm 

Interchangeable 35mm f/2.8 lens for 16mm 
(for 24x36mm also interchangeable condenser) 

VARIABLE LIGHT: Adjustable intensity 

wan PROJECTOR: Removal of mirror converts 

| §§HP viewer instantly into projector. 

ROBOT READER-PROJECTOR 24 for 24x24mm with 
80mm f/3.5 lens incl. plastic cover 

Interchangeable 35mm f/2.8 lens for 16mm 

ROBOT READER-PROJECTOR 36 for 24x36mm with 
80mm f/3.5 lens incl. plastic cover 

Interchangeable 35mm f/2.8 lens and condenser for 
16mm . 

60 Watt Silver parabolic spare bulb 

BOOKLET ROBOT-Reader 2-color leaflet 




V3037/50MU 49.95 

V3130/OOMU 39.95 

SP3201/55MU 1.95 


V34320/00 Rl 

399.00 

L35056/00RI 

69.95 

V354 48/00 Rl 

559.00 

L36064/00 Rl 

79.95 

SP38008/00 Rl 

9.95 

B031000/00 R 

no charge 



LARGE SIZE MAGNIFICATION FOR SCRUPULOUS INSPECTION 


karl heitz 


Inc. 


979 THIRD AVENUE, NEW YORK, N. Y. 10022 •(212) HA 1-5220 
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ALPA • TESSINA • ROBOT • CARENA • KINOPTIK • PRIMOS • VOLOMAT • LINDIA • KERN • OMAG • FI-CORD • ASTROLUX 



